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Hello, Chicago 
Studebaker on the Air 


Bathrick Rides Herd 
Echoes of Dec. 25 
Thank You, Al Waddell 


see 


By 


Chris Sinsabaugh 


H @c# HO and now Chicago! 
Your commentator is leaving 
the motor capital which is all het 
up with a dual attraction—its own 
thirty-third annual show in Con- 
vention Hall and the annual 
meeting of the Society of Auto- 
motive Engineers at the Book- 
Cadillac for the Battle of the 
Knives and Forks which is inci- 
dental to the national display in 
the Windy City. 

It seems safe to go to the fight- 
ing front this way, for it looks to 
me as if the marines have landed 
and have the situation well in 
hand. Production in the plants 
seems to have steamed up a lot 
since the first of the year and 
while it is slow work getting 
dealers throughout the country 
stocked up, good progress seems 
to have been made. You hardly 
can expect this January to do 
much better than 125,000 possibly 
because of the delayed start, but 
the coming February ought to 
make the February of 1933 sink 
into insignificance with its 110,123 
units. Some say those figures will 
be almost doubled this February. 

* * + 


‘Ff. O. B. Detroit,” WJR’s 
weekly broadcast over a national 
hookup, drew a prize package 
Saturday night—two of them in 
fact—Paul Hoffman, president of 
Studebaker, and Barney Roos, his 
chief engineer, who also is the 
new president of the Society of 
Automotive Engineers. 

With Duncan Moore 
interviewing, Hoffman 
share his enthusiasm over the 
automobile lookout for this year. 
The South Bender touched on the 
record-breaking attendances at 
the local shows and declared the 
world is awake to what the auto- 
mobile industry is doing. Stude- 
baker had its best fourth quarter 
in five years, he told us. Roos, 
being an engineer, naturally 
talked that language, but it was 
easy for the non-technical mind 
to follow. Roos said the four big 
things for 1934 are appearance, 
comfort, safety and performance. 

/ * * 

DON BATHRICK, formerly 
with the Buick-Olds-Pontiac com- 
bination and now Detroit man- 
ager for the National Broadcast- 
ing Co., will be very much in evi- 
dence during the Chicago show. 
Because of his automobile ex- 
perience, he has been selected to 
ride herd on the brass hats who 
will talk over the air twice daily 
during the show. Already sched- 
uled for talks are Grant of Gen- 
eral Motors, Chapin of Hudson, 
Klingler of Pontiac, Fields 
Chrysler, Nash of Nash-LaFay- 
ette, Foy of De Soto and Hoffman 
of Studebaker. 


* * * 


SANTA CLAUS was good to me 
and in my stocking was a mem- 


doing the 
made us 


bership in the Recess Club in the | 


Fisher building. Since the de- 
pression there has been a reor- 


(Continued on Page 2) 





committee meet- 





of | 
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Knudsen Predicts Capacity Production 





600 5. A. E. Members at Annual Meet 


Delmar G.I Roos 


Is Announced As 
New President 





By HERBERT CHASE 


Detroit, Jan. 23.-More than 600 


members and guests of the Soci- 
ety of Automotive Engineers reg- 
istered yester- 
day at the an- 
nual meeting of 
the society at 
the Book-Cadil- 
lac hotel and 
many more new 
arrivals are be- 
ing recorded as 
today’s sessions 
progress. Be- 
sides the vari- 
ous sessions and 


Herbert Chase 


ings there is a 

highly interesting and instructive 
exhibit of recent advancements in 
automotive engineering products 
in the Italian Garden ballroom 
and other rooms adjacent to those 
in which the meetings are being 
held. 

Even the opening session de- 
voted to transportation and main- 
tenance yesterday attracted a 
good crowd and there was a lively 
discussion of the initial paper by 
R. A. L. Hogan of the Greyhound 
Corp. on “Abuses of the Highways 
by Operators,” as well as of that 
by Walter A. Olen of the Four 
Wheel Drive Auto Co. on “Front- 
Wheel Stability in the Interest of 
Public Safety.” Those entering 
into this discussion included M. C. 
Horine, International Motor Co., 
B. B. Bachman, Autocar; F. C. 
Horner, General Motors, B. J. 
Lemon of U. S. Rubber and sev- 
eral others prominent in S. A. E. 
and related activities. 

Much of the discussion centered 
around factors affecting the safer 
operation of motor vehicles and 
the importance of proper training 
for drivers. One speaker laid 
special emphasis on the need for 
greater simplicity in the control 
of vehicles to enable drivers to 
concentrate their attention on the 
road ahead. 

There was a still larger attend- 
ance at yesterday afternoon’s ses- 
sion devoted to motorcoaches and 


(Continued on Page 4) 


Public Responds 


To Price Quoting 


Of Chevrolet Co. 


Detroit, Jan. 23.—An_ instan- 
taneous public response, ex- 
pressed in terms of orders for 
retail delivery, greeted the an- 
nouncement this week that here- 
after Chevrolet dealers would 
quote only actual delivered costs 
instead of the conventional “f.o.b.” 
prices on new cars and trucks. 

This “new deal” in automobile 
merchandising, designed to drive 
into the open every item entering 
into the cost of a car to the pur- 
chaser, has been instrumental in 


(Continued on Page 2) 





NSPA App 








[Reeves Anticipates Record 


Crowd at Chicago Show; 


Space Demands Growing 





By MEL ADAMS 


Chicago, Jan. 23.—With a fav- 
orable break in weather, the Chi- 
cago national automobile show, 
opening here at the Coliseum Sat- 
urday afternoon, should duplicate 
the sensational attendance record 
set at the New York show. 

That was the prediction of Al- 
fred Reeves, manager, who pre- 
sided over an informal luncheon 
Saturday at the Stevens Hotel as 
host to the Chicago newspaper 
men. The pre-show gathering, 
Mr. Reeves frankly stated, was 
called also for the purpose of 
securing suggestions from the lo- 
cal automobile editors and their 
reactions to the New York ex- 
position from the standpoint 


roves 
Addition of 28 


Member Firms 





Detroit, Jan. 23.—Following the 
annual series of mid-winter com- 
mittee and board meetings, Na- 
tional Standard Parts Assn. an- 
nounces the election of 28 new 
members. These were approved 
out of a total of 38 applications, 
which is the largest number con- 


sidered by an NSPA membership | 


committee in five years, according 


to E. P. Chalfant, executive vice- | 


president. 
The addition of the new mem- 


bers brings the association’s ros- | 


ter close to the 500 mark. 
Of the 28 newly elected con- 
cerns, 21 are jobbers, one associ- 


ate expert jobber, two overseas | 


associate jobbers, and four manu- 
facturers. Their names, together 


(Continued o on Page 2) 





Chrysler ai 


of 
or 


its handling and appeal to the 
public. 

Although a count of dealer at- 
tendance at New York by com- 
parison with former years has not 
as yet been completed, it is esti- 
mated that it far exceeded last 
year. A similar showing is ex- 
pected at Chicago. 

Mr. Reeves made known that 
applications from parts and ac- 
cessory concerns continue brisk 
for space at the show. He attri- 
buted this to the success of the 
New York show and the expecta- 
tion that the Chicago event will 
be equally outstanding in results. 

The Chicago Automobile Trade 


ved on Paar A) 


(Contin 


Wholesale Code 


Group Organize 


Administration 


New York, Jan. 23.—The Na-. 


tional Administrative Committee 
for the wholesale automotive in- 
dustry, now functioning as the 


| Code Authority for the Wholesale 


Automotive Trade, held its first 
meeting here, Jan. 8, 9, and 10. 
A plan for the national adminis- 
tration of the Code was tenta- 
tively approved and details will 
now be developed. These, it is 
expected, will be made public 
shortly. 

The basic plan provides for the 
division of the U.S. into approxi- 
mately 60 districts; the appoint- 
ment of an organization com- 
mittee of six in each district; 
the calling of organization meet- 
ings simultaneously in the 60 

(Continued on Page 3) 


Investors 


Benefit at Rate of 6tol 


Detroit, Jan. 23. 
announced today that employes 
who participated in the 1929 Em- 
ployes Savings and Investment 
Plan which matured on Dec. 31, 
1933, will receive in Corporation 
stock and uninvested cash a re- 
turn equivalent to about six to one 
on the amount of their deposits. 


The plan provided for the open- 


ing in any year of a savings and | 
investment fund in which all em-| 


ployes receiving less than $5,000 
a year had an opportunity to de- 
posit during that year up to 20 per 
cent of their wages or salaries, 
but not to exceed $300, the deposits 
in the fund to be made either 
through payroll deductions, or in 
cash. 


In addition to interest at the} 


rate of 6 per cent the Corporation 


Chrysler Corp. | 








paid into the fund at the end of 
the year 50 cents for each dollar 
the employes had paid in and had 
standing to their credit in that 
year’s tund. Then the fund for 
that year closed to mature four 
years later. 

With the employes’ and the Cor- 
poration’s contributions in each 
year’s fund the Corporation agreed 
to acquire shares of its stock, and 
to distribute them, together with 
any uninvested cash in the fund, 
to the participating employes in 
the ratio provided by the Plan. 

In announcing the distribution 


| to the 1929 class of the Savings 


and Investment Plan, Mr. Chrysler 


states: 
“On June 26, 1929, I submitted to 


the employes of Chrysler Motors a 


(Continued on Page 4) 


$6 Per Year, 10c Per Copy 


thaene F nrocast 


On Restored U.S. 
Buying Interest 





Detroit, Jan. 23.—That the en- 
tire automobile industry will be 
running at capacity production in 
February, March, April and May 
is the belief of William S. Knud- 
sen, executive vice-president of 
the General Motors Corp. 

Mr. Knudsen delivered himself 
of this optimistic statement while 
a visitor at the Detroit Automo- 
bile Show today. He declared 
that his belief was the result of 
personal conviction plus statistics 
gathered during the automobile 
shows that have preceded the 
local exposition. 

“I express it,” he added, “know- 
ing full well how events have 
dealt with predictions in the past 
three years. I feel safe in expres- 
sing it because it’s quite apparent 
that there has been a remarkable 
change in the country in the past 
year. People are attending the 
auto shows in greater numbers 
this year than they did in recent 
years. They are not only looking, 
but asking questions and ordering 
cars. That means their confi- 
dence in their ability to buy in 
the future is being restored.” 

Hopeful Attitude Reborn 

The renewed public interest 
shown at the automobile exhibits, 
he added, is the product of sev- 
eral factors. One of them, he 
maintained, is the hopeful atti- 
tude that has been reborn in the 
country. 

“Another reason,” he said, 


is 


the manner in which the automo- 
bile industry has striven to regain 
that interest by making daring 


innovations. The manufacturers 
have given the public something 
over which it can get excited this 
year.” 

Mr. Knudsen declared that pub- 
lic confidence was being restored 
in the same cumulative manner 
in which it disappeared. 

“The restoration of confidence 
seems to have started, strangely 
enough, with the collapse of the 
banks last year. It was at its 
lowest ebb when the automobile 
shows were under way last Jan- 
uary. Then, when the banks 
closed, it seemed that the people 
realized that the only safe way to 
get the benefit from their money 
was to use it for things they 
needed and could consume. Since 
last March the restoration of con- 

(Continued on Page 4) 


Auburn Starts 


A New Car Line 
Within 2 Months 


Auburn, Jan. 23. E. L. Cord 
announced today that the Auburn 
Automobile Co. will launch a new 
line of cars this year under a 
name not yet made known. It is 
expected that the line will be in- 
troduced within the next two 
months. The information that 
the cars are on their way was 
contained in a statement accom- 
panying the Auburn financial re- 
port to stockholders wherein a 
considerable improvement in 
business and earnings was pre- 
dicted. 
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The Industry Rises 


A* the motor industry moves 
westward for the Chicago 
show this week it leaves a city 
which a few short months ago 
echoed to the deadly cadence of 
the tramping feet of unemployed, 
but which now hums with the 
feverish activity of a gold rush 
town. Plants, machinery, men 
and money are straining in uni- 
son in an effort to meet the 
swelling demand for new motor 
ears which was unleashed as the 
New York show opened. 

Outstripping even the highest 
hopes of the profoundest optimist 
the public reaction to the new 
offerings has been one of over- 
whelming approval. The year of 
1934 which optimists hoped would 
see the production of 2,500,000 
cars now seems destined to be a 
3,000,000 car year. The public in- 
terest has not peen centered aio... 
in the national shows. From De- 
troit, Cleveland, Los Angeles, 
Buffalo, Brooklyn and other cent- 
ers come most glowing reports of 
broken records and_ climbing 
sales. 


Delivery of models at the pres- | 


ent time is the only drawback to 
a record registration of new cars 
during January. This problem is 
rapidly being met. A survey of 
the situation here in Detroit 


would indicate that plants as a} 


whole will overcome the produc- 
tion pause, which was occasioned 
largely by an unprecedented Fall 
demand for cars, by early in 
February. 

Our industry rises as it has be- 
fore. The Chicago show which 
opens Saturday will clinch its 
triumph over the force of depres- 
sion. We are on the way up and 
the rest of the country must rise 
with us. Scurrying feet of men 
on their way to work will replace 
the scuffling feet of disheartened 
men seeking employment. We 
turn our eyes to Chicago, not 
with hope but with confidence 
and assurance. The old adage 
strike while the iron is hot ap- 
plies still. 





Delivered Prices 
William Holler, sales manager 
of Chevrolet, has announced a 


plan for advertising delivered 
prices of all Chevrolets_ sold 
tuivughout the country. While 


no announcement has been made 
regarding just how these prices 
will be adjusted to various sales 
zones, there can be little question 
as to the benefit to the dealer 
from a selling standpoint. The 
old buga-boo of “difference be- 
tween list price and delivered 
price” which has bedevilled many 
a dealer in dealing with his pros- 
pect will be gone. The buyer can 
come to the store expecting to 
buy a certain car at a certain 
price and will find that the car he 
expected to buy can be bought at 
the price he expected to pay. This 
plan for delivered prices was an- 
ticipated in the retail automobile 
dealers code which requires deal- 
ers to uphold them. 
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Public Responds 
To Price Quoting 


Of Chevrolet Co. 





(Continued from Page 1) 
enabling dealers to book 85,000 
orders for retail delivery of new 
ears, according to reports to 
William E. Holler, general- sales 
manager of the company. 

The immediate result of the 
new policy was a flood of wires 
and expressions of appreciation 
from both dealers and the public 
to Mr. Holler commending his 
new plan for its sincerity and 
honesty in driving the “pack,” or 
increase, out of the difference be- 
tween list, or f.o.b. prices, and the 
actual cost of the car to the 
customer. 

“Hereafter,” he said, 
going to quote only final deliv- 
ered prices. The customer wants 
to know how much his automo- 
bile will cost standing in front of 
his home. Under our new plan, 
he will be spared the unpleasant- 
ness of discovering that his car 
eventually cost him many dollars 
more than he had originally 
planned. 

“The expressions I have already 
received from both dealers and 
the public indicate that the plan 
won quicker and more enthusi- 
astic general 


had believed possible. The public 


naturally has welcomed a plan | 
which ends doubts and misunder- | 
and the dealers are | 


standings; 
equally enthusiastic about it be- 
cause it facilitates their dealings 
with prospective customers, who 
often blamed the dealer for the 
extra amount piled on the quoted, 
or list, price when the car was 
delivered.” 


“we are 


support than we} 


| Sparks 


(Continued from Page 1) 
ganization of this famous eating 
| club which had to close its doors 
| during the tough going of 1932 
and ’33, but now under the new 
administration there are more 
than 1,000 names on the member- 
ship rolls. 





It truly can be said that it is| 


the pantry of the automobile in- 


dustry in this neck of the woods, | 
so it’s no wonder this Paul Pry | 
has moved his ringside table from | 
the cafeteria to the eleventh floor | 


of the Fisher building. There’s 
where you find many of the brass 
hats and the little brass hats at 
the noon hour. 


* * * 


other noon I glanced around the 
big dining room and lamped 


many who do things that make | 


news for the column. I saw Ket- 


tering himself, Peed and Palmer | 


of De Soto, Koether of General 
Motors, Crooker of Chevrolet, R. 
K. White of Pontiac, Winning- 
ham of agency fame, Henry 
|Ewald and Joe Hartigan of 
Campbell-Ewald, Mulhearn of 
Young & Rubicam, handling 
Packard, Bathrick of National 
| Broadcasting, Tom Wade and Ted 


| son of Crowell, Coombs of Nast, 
Ostell and Williams of Liberty, 
Getchell of the agency of that 
name, as well as many others 
whose names escape me at the 
moment. 
* 
AL WADDELL has come to the 
rescue of this columnist again. 
Two years ago he was one of the 


* * 


AT MY RINGSIDE table the | 


| Allen of the Curtis Publishing | 
Co., Hutton, Wolfers, and Hender- | 


guest conductors who carried on 
so that this tired old man could 
take a vacation. Al’s batting for 
me for the rest of the column 
today by tipping me off that Pete 
De Paolo has turned author and 
is about to publish a book dedi- 
cated to Harvey Firestone. “To 
him on whose tires I rode to the 
speedway championship of Amer- 
ica in 1925 and 1927” is the dedi- 
cation. 

* 


* * 


| WADDELL is again back in 
Oakland, Cal., following his De- 
Vaux experience, and his recent 
letter reviews the book as fol- 
lows: 


|} “And that reminds me. Pete 
| De Paolo, erstwhile champion of 
| the speedway and later with De- 
Soto and then Reo, has written a 
book. ‘Wall Smacker’ is the title. 
And it’s pretty damn good. At 
least I think so, and all the news- 
paper men out here who have had 
a squint at the manuscript say 
| the same thing. 


“It’s the story of De Paolo’s 
| own career from the time he was 
a little Italian kid in Roseland, 
N. J., and his famous Uncle Ralph 
De Palma was a star driver up 
to the time he, De Paolo, smacked 
the wall in practice at Indianap- 
olis and retired after winning the 
championship twice. 





a 


“THROUGH the chapters roar 
such famous characters as Bar- 
ney Oldfield, Henry Ford, De 
Palma, Wishart, Bruce - Brown, 
Earl Cooper, Harry Grant, Glover 
Ruckstell, Howdy Wilcox, Mul- 
ford, Gil Anderson, Dave Lewis, 
Rickenbacher, Johnny Aitken and 
all the old-time foreign stars. The 


* * 





Hartz, Joe Thomas, Wonderlich, 


next crop, Jimmy Murphy, Harry | 


Sarles and all the rest of them 
are brought in. 

“De Paolo tells how the Due- 
senberg brothers built the race 
cars on the second floor of a brick 
building and finished them the 
night before the Indianapolis race 
and then had to knock a hole in 
the brick wall and lower them 
with an overhead crane. He tells 
| of Harry Miller’s career, of the 
| Speedway managers, of the late 
Dick Kennerdell, chairman of the 
| AAA Contest Board, Val Hare- 
| Snape is there too, and so are Bert 
Dingley, the Marmons, Albert 
| Champion, Charles M. Schwab, 
| Harvey Firestone, and the late 
| Fred Wagner (plenty about him), 
| Brassy Burton is mentioned and 
| you are given a blast. There is 





humor and there is pathos in 
| ‘Wall Smacker.’ A lot of drama 
| is packed into the book.” 


'Chevrolet L. A. Exhibit 


Attracts 70,000 in 2 Days 


Los Angeles, Jan. 22.—Attend- 
ance figures taken at the Chev- 
rolet National Automobile Show 
at the Ambassador Auditorium 
this week are considered indica- 
tive of increased buying in forth- 
coming months. 

“Up to Wednesday afternoon,” 
said F. Norman Phelps, Chevrolet 
| zone manager, “our attendance 
for the first day and a half to- 
taled almost 70,000 visitors.” 


Montgomery Show 

Fort Plain, N. Y., Jan. 23.—The 
second annual automobile show 
for Western Montgomery county 
will be held in Moyer Hall, Fort 
Plain, Feb. 8, 9, 10, and 11. The 
show will be under the direction 
of Walter S. Leonard. Last year 
| the first show attracted more 
than 5,000 persons. 








LATEST CUMULATIVE NEW PASSENGER CAR 


These cumulative figures, showing the number of new automobiles registered in each state during the preceding 
month are published in Automotive Daily News immediately upon release by R. L. Polk & Co. twice weekly. 
Figures supplied by R. L. Polk & Oo. with exception of New Jersey, supplied by New Jersey Motor List Co. 
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Wholesale Code 
Group Organize 
Administration 
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districts at the earliest possible 
date — at which organization 
meetings permanent Code author- 
ities will be elected. 

A procedure manual is also 
preparation, which will give 
detail plans for the guidance 
the district Code authorities 
administration of the Code. 

Because the National Code 
Authority must retain full re- 
sponsibility for all actions of the 
district Code authorities, the 
election of district Code author- 
ities must be confirmed by the 
National Code Authority. 

According to S. B. Dean, 
chairman of the National Code 
Authority, temporary head- 
quarters is being established in 
Washington, D. C., and Frank 
G. Stewart is acting as executive 
secretary. The National Author- 
ity plans to proceed soon with 
the establishment of a permanent 
office and permanent personnel. 


Takes On New Line 


Dayton, O., Jan. 23.—G. W. 
Shroyer of G. W. Shroyer and Co., 
well known local Cadillac and La- 
Salle dealer, 421 N. Main st., an- 
nounced yesterday the addition of 
Oldsmobile, another General Mo- 
tors product, to his line. The 
Central Motor Sales, 800 W. Third 
St., under the direction of Lem 
Eberhart, are Oldsmobile distrib- 
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Newark Auto Show 
50% Over Last Year 


Newark, N. J., Jan. 23.—New- 
ark’s 27th annual automobile 
show will close Saturday night 
with an attendance mark that 
appears certain to top last year’s 
mark by about fifty per cent. 
Dealers report the throngs that 
tax the capacity of the Newark 
Armory every afternoon and 
night have displayed a buying 
power that has been far ahead of 
1933 and also that of earlier years. 

It seems plain that the new 
models, with their unusual body 
and mechanical features, appeal 
strongly to those looking for dol- 
lar value. 

Newark recently inaugurated 
an eight-point plan whereby citi- 
zens can aid in bringing about 
economic recovery. The automo- 


bile industry has aided by co-op- | 


erating with Mayor Ellenstein,|t®¢ crowd at 4,200 opening day, 


who has awarded to early pur- 
chasers of cars at the automobile 
show, certificates of merit. These 
certificates, signed by the mayor, 
set forth that each car bought 
means that a large number of 
men have been provided with em- 
ployment. 


Kari-Keen to Open 


Sioux City, Ia., Jan. 23.— The 
Kari-Keen Mfg. Co. expects to get 
in operation by Feb. 1, a capitali- 


| zation of $75,000 being authorized 


under articles of incorporation. 
W. A. Klinger is president; C. H. 
Meyers and W. W. Wilson, vice- 
presidents; F. R. Jones, treasurer; 
and H. P. Pratt, secretary. A. D. 
Bland and B. F. Schoenman, along 





jling all 





Grand Rapids’ 
Show Closes; 
Sales Heavy 





Grand Rapids, Jan. 23.—Grand 
Rapids’ Silver Anniversary auto- 
mobile show closed Jan. 20 with 
an attendance record of 40,000, up 
25 per cent over last year. Deal- 
ers were unusually enthusiastic 
over sales and prospects. 

Bolstered by experience 
staging 24 previous shows, 
Grand Rapids Passenger 


in 
the 
Car 


| Dealers’ Assn. presented a display 


covering 70,000 square feet of the 
Civic auditorium, completely fil- 
exhibition space with 
nearly 150 models. 

A. B. Burkholder, chairman of 
the show committee, estimated 


as compared with 1,400 the year 
before. Second day attendance 
leaped to 7,200 and fourth day 
to a high of 9,000. 

The entire building was given 
over to the show, exhibits being 
on two floors. Cutaway models, 
turn tables, platforms and devices 


| to indicate front wheel spring- 


suspension were numerous. The 
Chevrolet display was backed by 
a series of velour drapes. More 
expensive cars were displayed 
in a separate salon. A commercial 
car and accessory display was 
held. 


Motor cars represented at the 
show included: Buick, Cadillac, 
Chevrolet, Chrysler, Continental, 
DeSoto, Dodge, Ford, Graham, 
Hudson, Hupmobile, LaFayette, 





Laurels of Nat’! Racing 


Won by Lou Meyer, Cal. 
Washington, Jan. 23.—Only five 
years after he won the famous 
Indianapolis Speedway Classic as 
an unknown in 1928 with an auto- 
mobile financed by a mortgage 
on a friend’s garage, Lou Meyer, 
of Walnut Park, Calif., has an- 
nexed his third national auto 
racing championship in the list 
of 1934 titles announced today by 
the Contest Board of the Ameri- 
can Automobile Assn. Meyer won 
the 1933 Indianapolis event. 
Title holders recognized today 
in other divisions of racing were: 
Eastern dirt tracks, Bob Sall, 
Hawthorne, N. J.; Mid-western 
dirt tracks, Chester Gardner, 
Long Beach; Pacific-southwest 
championship, Al Gordon, Long 
Beach. 


Deleo Distributors 
Meet in Indianapolis 


Indianapolis, Ind. Jan. 23.— 
Plans for the new year were 
discussed at a meeting of nearly 
100 distributors and dealers for 
Delco Appliances in central In- 
diana held at the Hoosier Ath- 
letic Club here. 

Harry B. Strong, general man- 
ager of United Motors Service in 
Detroit, was principal speaker. 
George E. Hall, Indianapolis 
branch manager of United Mo- 
tors, and H. P. Caldwell, assistant 
branch manager, presided. 


Patent Assigned 


Stamford, Conn., Jan. 23.—Gus- 
tave Ege of this city has assigned 
to the Norma-Hoffman Bearings 


utors in this territory and will| with officers constitute the board | LaSalle, Lincoln, Nash, Oldsmo-| Corp. here a _ patent recently 
continue to sell and service Olds-| of directors. Plant repairs and/|bile, Packard, Pierce-Arrow,| granted him on a _ ball-bearing 
mobiles in addition to the G. W.| replacement of machinery is now | Plymouth, Pontiac, Reo, Stude-| case. The patent covers 12 


Shroyer Co. 





under way. 


baker, and Terraplane. 


original features. 





REGISTRATIONS BY STATES DEC. 1933-32 


The complete cumulative figures will appear every Saturday, until all 48 states or complete United States totals 
for the month have been printed. States previously shown include Arkansas, Delaware, Florida, Georgia, Idaho, 
Illinois, Indiana, Kansas, Maryland, Michigan, Minnesota, Missouri, Montana, Nevada, New Jersey, North Caro- 
lina, North Dakota, Ohio, Oklahoma, Pennsylvania, Rhode Island, South Carolina, South Dakota, Utah, Vermont, 
Virginia, West Virginia, Wisconsin, and District of Columbia 
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| minion Bureau of Statistics. 
| the previous 12 month period ten 
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NSPA Approves 
Addition of 28 


Member Firms 





(Continued from Page 1) 


with the name of the individual 
in each organization who is act- 
ing as the company’s representa- 
tive in NSPA affairs, follow: 

Jobbers: Auto Parts Co., Idaho 
Falls, Ida. E. N. Musselman; 
Auto Specialty Co., Inc., Danville, 
Va., A. Y. Gourley; Automotive 
Engineering & Sales Co., Spring- 
field, O., A. E. Asebrook; Jos. L. 
Bickerstaff’s Sons, Ince., Rich- 
mond, Va., James H. Bickerstaff; 
George R. Burbank, Inc., Wen- 
atchee, Wash., George L. Thom- 
son; J. Burdman Auto Parts, 
Kirksville, Mo., J. Burdman; Car- 
ter’s Ltd., Hamilton, Ont., W. R. 
Carter; Complete Auto Parts Co., 
Inc., Tucson, Ariz., Jack Newman; 
Genuine Parts Co., Dayton, O., E. 
J. Leen; Hart’s Automotive Parts 
Co., Chattanooga, Tenn., R. H. 
Hart jr.; Holden-Wood, Inc., Mi- 
ami, Fla., H. C. Holden; Kentucky 
Ignition Co., Lexington, Ky., E. A. 
Deiss; S. G. Kimball, Newburgh, 
N. Y., Wm. G. Kimball; Motor 
Parts '& Bearings Co., St. Joseph, 
Mo., W. P. Justice: Northern 
Auto Supply Co., Marshfield, Wis., 
E. M. Lee; Northwest Motor 
Parts Co., Seattle, Wash., E. W. 
Ingalls; Patrick Auto Supply Co., 
Jacksonville, Fla., G. N. Patrick; 
Service Auto Parts Co., Knoxville, 
Tenn., O. C. Beaman; Willey-Gar- 
man Co., Defiance, O., Edw. P. 
Willey; Wisconsin Auto Parts Co., 
Milwaukee, Wis., Herman Kie- 
kow; Woolwine Supply Co., Pratt, 
Kan., T. J. Woolwine. 


Associate Export Jobber: W. D. 
Blood & Co., Inc., New York City, 
W. D. Blood. 

Overseas Associate Jobbers: 
New Motor Stores, Rangoon 
Burma, A. I. Mansa; and Saarloos 
Handelmaatschappij N/V, Rotter- 
dam, Holland, A. Saarloos. 

Manufacturers: Androw Drowa 
Co., Los Angeles, Calif., Andrew 
Brown; Bunting Brass & Bronze 
Toledo, O., E. N. Beisheim; 
Fostoria Pressed Steel Corp., Fos- 
toria, O., C. D. Pifer; and Walker 
Manufacturing Co., Racine, Wis., 
G. R. Walker. 


43,178 Cars Produced 
for Canadian Use in ’33 


Ottawa, Jan. 23.—During 1933 
the number of cars made for use 


| in Canada amounted to 43,178 and 
| the number made for export was 


22,746, a total of 65,924 cars, says 
a report issued today by the Do- 
In 


47,615 were made for sale in Can- 
ada, but the number made for 
export was 42 per cent lower at 
13,174. The apparent consumption 
of automobiles in Canada during 
1933, as calculated by adding the 
output of 65,924 cars to the 1,776 
cars imported and deducting the 
exports of 20,900 cars, amounted 
to 46,800 cars. 

Comparative consumption fi- 
gures for other years amounted to 
49,216, in 1932 and to 76,758 cars 
in 1931. 

A calculation based on the fi- 
gures for several years past 
shows that the number of cars 
withdrawn from use each year 
amounted to approximately eight 
per cent of the number of licenses 
issued during the preceding 12 
months period. Applying this 
percentage it appears that ordin- 
arily about 88,000 cars would have 
been replaced in 1933 and 95,000 
in 1932, whereas the actual con- 
sumption figures were 46,800 and 
49,216 respectively. 


Dump Truckers Elect 


New Haven, Conn., Jan. 23.— 
Sharp Mossup of Bridgeport was 
re-elected president of the Con- 
necticut Dump Truck Owners’ 
Assn. at the first annual meeting 
here. Other officers chosen were: 
Vice-president, Philip W. Maher, 
Bloomfield; secretary, Paul Gold- 
stein, New Haven, and treasurer, 
Joseph Otto, Hamden. 





en we ay 


—- 





4 


Annual SAE Meet 


Draws 600; Name 
Roos President 
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motor trucks, with M. C. Horine, 


S. A. E. in the 
chair. 
Gear and Tool Co. read the first 
paper, entitled “Notes on Steer- 
ing,” and dealt with various fac- 
tors affecting steering systems 
and improvements which have 


vice-president, 


been or can be made in these 


systems. Discussors included L. 
K. Snell, Lee Oldfield, L. P. Kalb, 
F. W. Davis and R. A. Weinhardt. 
Much was said about the need for 
correct layout of various parts of 
the steering linkage. 

Discussions Feature 

C. D. Peterson of Spicer, deal- 
ing with Multi-Range Transmis- 
sions, and J. C. Marble, describing 
the Lysholm-Smith Hydraulic 
Torque Converter, read their pa- 
pers successively, after which 
there was an animated discussion 
of both papers. That relating to 
the former was led by A. J. Scaife 
of White and was entered into by 
Mr. Horine, who presided. It 
dealt largely with the desirable 
number of speeds in truck trans- 
missions and with the value of 
overdrive. It was held that the 
latter may be desirable in some 
types of service, but that direct 
drive should be in the speed that 
is used for the greater part of the 
time that the truck is in opera- 
tion. 

J. C. Marble’s paper described 
the type of hydraulic torque con- 
verter which is now being offered 
by Leyland Motors in England 
and which has been used experi- 
mentally in bus applications in 
Buffalo by the International Rail- 
way Co. This transmission in- 
volves the use of a centrifugal 
pump in combination with a hy- 
draulic turbine in a closed case 
filled with a mixture of il and 
kerosene, the turbine having 
three stages with fixed guide 
blades between. It is capable of 
a five to one torque increase and 
of a maximum efficiency approx- 
imating 90 per cent. In one bus 
application it is reported to have 
displaced gas-electric drives with 
a saving of over 1,100 pounds in 
weight and improved perform- 
ance, including a decrease in fuel 
consumption. 

Crowd Hears Perrine 

Discussion of this paper con- 
sisted largely of questions con- 
cerning details of performance. J. 
H. Hunt and D. C. Wilkerson of 
General Motors and O. E. Fish- 
burn of Warner Gear were among 
those entering the discussion. 

A capacity crowd, estimated at 
nearly 600 and including about 
150 student members, filled the 
Grand Ballroom yesterday eve- 
ning to hear J. O. Perrine of the 
American Telephone & Telegraph 
Co. address a student session on 
“Fundamental Physical Principles 
of Television,” the only non-auto- 
motive subject on the program. 

Today’s program opened with 
simultaneous sessions at ten a. m. 
devoted respectively to Diesel en- 
gines and aircraft. These were 
followed by an _ aircraft-engine 
session at 2 p. m.; a business ses- 
sion at 7:45 p. m. and a body ses- 
sion at 8 o’clock. Recent devel- 
opments in water and oil cooling 
devices for Diesel engines and 
starters for Diesel engines were 
the subjects of papers by F. M. 
Young, Young Radiator Co., and 
by R. P. Lansing, Eclipse Avia- 
tion Corp., respectively, at the 
Diesel session. 


Aircraft Session 

“Acoustics of the Airplane” by 
S. J. Zand of Sperry Gyroscope 
Co. and the “Theory of Rotating- 
Wing Aircraft” by J. B. Wheatley, 
National Advisory Committee for 
Aeronautics, comprised the pro- 
gram for the aircraft session. Pa- 
pers for the afternoon aircraft 
session included: “Ice Formation 
in Aircraft - Engine Carbureters” 
by H. H. Allen, G. C. Rodgers and 
D. B. Brooks of the Bureau of 


Standards; “A Photographic 


Study of Combustion in a High- 
Speed Compression - Ignition En- 


F. F. Chandler of Ross 
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Campbell Sees 
Industry Boom 
For Dominion 


Ford, Ont., Jan. 23.—Prospects 
for the automobile industry in 
Canada during 1934 are brighter 
than in any year since 1929, ac- 
cording to Wallace R. Campbell, 
president of Ford Motor of Can- 
ada, Ltd., who attended the op- 
ening of the Montreal Motor 
Show in the Sun Life Building, 
Saturday. 

“As a result of the develop- 
ments of the past few months and 
particularly the public’s reactions 
to the new Ford V-8 cars since 
their presentation last month, we 
are convinced that 1934 will be 
an exceptionally good year for the 
automotive industry,” Mr. Camp- 
bell said. 

“There are a number of tangible 
reasons why we look forward to 
the new year with such satisfac- 
tion. In the first place, business 
in Canada is showing definite im- 
provement. Retail and wholesale 
trade is growing, manufacturing 
is more active and more people 
are employed. More money is in 
circulation. People are spending 
more freely and exhibit an en- 


tirely changed attitude from last 


year. 
“This attitude has been reflected 
immediately in Ford sales since 
the announcement of the new 
cars six weeks ago. Our dealers 
are enjoying the best business in 
years. The public reaction to the 
new cars has been excellent and 
as a result it has been necessary 
to materially increase the produc- 
tion schedules for January in or- 
der to meet additional orders be- 
yond dealers original commit- 
ments. Ford came to the Motor 
Show with its January factory 
production at the highest rate 
since 1930, and with its dealers 
busy with deliveries. This is a 
most satisfactory situation.” 


Blair County Dealers 


Hold Annual Election 
Altoona, Pa., Jan. 23.—At the 
annual meeting of the Blair 
County Automotive Trade Assn., 
for the elections of directors for 
1934 the following were elected: 
H. E. Criswell, L. E. Frey, W. P. 
Gettman, C. G. Rupert, G. F. 
Sheraw, W. K. Stultz, and B. P. 
Wilkinson. The directors set the 
date of Feb. 17 to 24 for the an- 
nual Auto Show to be held in the 
new Jaffa Mosque. 

Immediately following the an- 
nual meeting the newly elected 
directors met and elected W. P. 
Gettman, president; G. F. Sheraw, 
vice-president; W. K. _ Stultz, 
treasurer; R. P. Miller was re- 
elected secretary-manager. 


Evansville Show 

Evansville, Ind. Jan. 23.—Ev- 
ansville Automobile Trade Assn. 
is holding their 23rd annual Auto 
Show in the Evansville Coliseum 
from Feb. 20 to 24. The Show is 
under the management of W. A. 
White. 





gine” by A. M. Rothrock, National 
Advisory Committee for Aeronau- 
tics; “A New Instrument for En- 
gine Research” by C. Fayette 
Taylor, Massachusetts Institute of 
Technology; and “Cowling and 
Cooling Air-Cooled Aircraft En- 
gines” by R. B. Beisel, Chance 
Vought Aircraft Corp., and A. L. 
MacClain, Pratt & Whitney Air- 
craft Co. 

H. C. Dickenson, S. A. E. presi- 
dent, presided at the brief busi- 
ness session this evening and the 
body session included a paper by 
W. G. Haarz jr., Graham Paige, 
entitled “Beauty Sells Cars in 
1934,” and one by E. C. DeSmet 
of Hudson on “Planography—The 
New Science of Surface Design.” 

At the business session, formal 
announcement was made of offi- 
cers elected by the Society for 
1934. They included Delmar G. 
Roos, chief engineer of Stude- 
baker, who takes up the duties 
of president of the society upon 


completion of the annual meeting | 


on Thursday of this week. 





Last Minute Wall Street Wires 
From CONRAD ALEXANDER 


Wall Street Correspondent, Automotive Daily News 


New York, Jan. 23, 3:30 P. M.—Led by General Motors which 
made a new high for this year and last, the motor stocks 
today went into higher ground. Volume again was heavy 
with General Motors and Chrysler holding their places 
among the most active issues. 

















Chrysler Plan 
Savers Benefit 
At 6 to 1 Rate 


(Continued from Page 1) 


plan to help them save and invest 
their money to become stockhold- 
ers of the Corporation on advan- 
tageous terms and thus to share in 
its financial success. 

“The first of these yearly sav- 
ings and investment funds, the 
class of 1929, matured on Dec. 31, 
1933 and the employes partici- 
pating in it will receive with this 
letter the stock to which they are 
entitled and their proportion of 
the uninvested cash which they 
and the Corporation have contrib- 
uted. Inasmuch as the plan was 
inaugurated in mid-year, this par- 
ticular fund was opened on July 1, 
1929, and closed on Dec. 31, 1929. 

“I want to take this opportunity 
to congratulate the employes who 
participated in the 1929 class of 
the savings and investment plan 
and to welcome them as stock- 
holders in Chrysler Corp. They 
now have not only a substantial 
reward for their thrift, but also 
an ownership stake in the business 
which they are actively helping 
to carry on from day to day. This, 
it seems to me, is a wholesome 
development, and I hope that as 
stockholders, as well as employes, 
the members of the 1929 class will 
continue to take an active interest 
in promoting this blusiness.” 


100% Increase 
at Opening of 
Pitt. Exhibit 


Pittsburgh, Jan. 23. — Opening 
day attendance at Pittsburgh’s 
1934 auto show in Motor Square 
Garden here was more than 100 
per cent better than in either 1933 
or 1932, W. N. Owings, general 
manager of the show and sec- 
retary of the Pittsburgh Automo- 
bile Dealers’ Assn. announced. 

Mayor William N. McNair offic- 
ially opened the show Saturday 
night with a short talk from the 
orchestra balcony. He was in- 
troduced by Charles L. Day, presi- 
dent of the PADA and manager 
of the Faunce Motor Co. 

Ralph DePalma, famous race 
driver, made several talks at the 
special exhibit of the Ford Motor 
Co. at the main entrance of the 
show. 

Distributors and dealers were 
enthusiastic about the interest 
taken in the new cars by the 
large crowds that thronged the 
show both afternoon and evening 
on the opening day. The number 
of sales made and appointments 
for demonstrations booked reflect 
vastly improved business condi- 
tions in this manufacturing cen- 
ter, the dealers said. 


Madison Auto Show 
To Be Held Feb. 8-11 


Madison, Jan. 23.—Madison Au- 
tomotive Association recently 
voted to hold the city’s 22nd 
annual automobile show Feb. 8 to 
11 in the Fuller and Johnson 
Bldg. J. P. Gillespie is general 
chairman with O. S. Jacobson, 
Paul Kayser, George D. Keating, 
and Ralph Hult as committee 
chairmen. 

Archie Hirst, executive secre- 
tary of the association, will be 
show secretary. 











Knudsen Sees 
Full Production 
In First Quarter 


(Continued from Page 1) 
fidence has grown like a snow 
ball rolling down-hill. 

“Another thing the public seems 
to realize,” said Mr. Knudsen, “is 
that the industry has cleaned 
house under Federal supervision 
and co-operation and that every- 
one will be benefited by the 
house-cleaning. 


Industry Cleaned House 

“One of the examples of that 
house-cleaning is the discontinu- 
ance of quoting unit prices that 
are myths. You know how it 
used to be done. A price was 
quoted and when it came to writ- 
ing out the check, the buyer 
found that he had been taxed for 
a lot of so-called extras. The in- 
dustry is trying to stop that by 
suggesting fair prices to its deal- 
ers. 

“It cannot set the prices be- 
cause the ultimate price to the 
consumer varies in the various 
states. Freight charges, vehicle 
licenses, Federal taxes, sales taxes 
and all sorts of Christmas tree 
decorations enter into the final 
price. We can’t control those 
things, but we can suggest what 
is fair in all parts of the country.” 

Knudsen’s optimism is not 
based on the roseate reports of 
salesmen. “You know salesmen,” 
he chuckled, “they are always in- 
clined to be too optimistic. They 
have to be. My belief is based on 
conditions in the productive di- 
visions abeut which I know some- 
thing.” 





Three Shift Basis 

“In some of the more highly 
skilled lines,” he added, “we are 
already experiencing a labor 
shortage. But at this point it 
might be well to add that the 
leaders of the industry are con- 
vinced that they must be good 
housekeepers in the matter of 
hiring labor also. We want no 
great influx of the unemployed to 
upset the program of rehiring. 
We want to take care of our own 
and try to get our local welfare 
rolls reduced.” 





Ford Adds 4-pass. Victoria 
to Models at Detroit Show 


Detroit, Jan. 23.—The Ford 1934 
Ford V-8 Victoria, four-passenger 
model, was added to the Ford ex- 
hibit at the Detroit Automobile 
Show Monday night, the first 
showing in Michigan of the new 
car. 

The Victoria, with deluxe ap- 
pointments throughout, features a 
stream-lined body and a larger 
body interior. There is a large 
luggage compartment opening at 
the rear of the car, and when oc- 
casion requires this compartment 
may be left open for increased 
luggage space and protected with 
a canvas cover, provided with the 
car. Individual front seats are 
newly designed. 


Olds Showing 

Memphis, Jan. 23.—Approximate- 
ly 200 Oldsmobile dealers and 
salesmen from Memphis area 
viewed the new 1934 Oldsmobile 
here yesterday for the first time, 
under the direction of F. J. Spex- 
arth, Memphis zone manager. An 
introductory meeting was held at 
one of the Memphis hotels. 








Reeves Believes 
Chicago Exhibit 
Will Set Record 


(Continued from Page 1) 
Assn., it was announced, is per- 
fecting plans for making daily 
reports of retail sales during 
show week, a plan instituted last 
year. Totals will be released to 
the public daily, based upon re- 
ports turned in by dealers to their 
distributors, branch and district 
managers, and relayed to the CA 
TA. The number of cars of each 
make sold will, of course, not be 
made known. 

The vanguard of factory forces 
is beginning to arrive and all of 
the executives who will attend the 
show will be on hand earlier than 
customarily this year. The first 
arrivals have been busy getting 
things ready, including arrange- 
ments for exhibits at the Coli- 
seum and the special showings 
in hotels, as well as the schooling 
of dealers and salesmen for pre- 
senting new models properly to 
the public. 

Along these lines, more than 
100 Cadillac-LaSalle salesmen 
were addressed on “knee-action” 
design by Maurice Olley, special 
problems engineer from the fac- 
tory. The meeting was held at 
the local Cadillac branch. 

Something new is to be intro- 
duced by Dodge-Plymouth deal- 
ers in Chicago. They will exhibit 
a new model during show week 
at each of the R. G. Lydy, Inc., 
parking lots, which are located 
at a score or more of downtown 
spots. A salesman will be sta- 
tioned in every car during show 
week to answer questions about 
the new models and to take in- 
terested persons for a demonstra- 
tion ride. 

Dealer activities continue brisk, 
with additions to the retail selling 
organizations being announced al- 
most daily as a means of meeting 
the anticipated new car demand 
this year. The newest acquisi- 
tions include the Ogden Chevrolet 
Co., headed by E. H. Hennebry; 
the Diversey Parkway Motor 
Corp., Cadillac-LaSalle, E. A. 
Twerdahl is president, and the 
Clark-Oak Motors, Dodge-Plym- 
outh, headed by Joseph Riha. 





Show Visitors 
Are Buying As 
Well As Looking 


Detroit, Jan. 23.—“The 1934 De- 
troit automobile show is a buying 
show,” Gordon Shaw, Plymouth 
regional manager, said today in 
reporting the largest volume of 
retail sales ever recorded on the 
opening days of a Detroit auto- 
mobile show by the Plymouth Co. 

“People come here to study the 
cars, prepared to either buy or 
make arrangements for a ride 
demonstration,” he explained. 
“On Saturday and Sunday our 
show representatives made ar- 
rangements for more demonstra- 
tion rides than were arranged 
during the whole week of the De- 
troit show last year. 

“Sales of cars at retail this year 
are nearly double what they were 
last year, while prospect lists 
have been increased substantially 
this year.” 

Recent statements by Plymouth 
factory officials indicate that this 
inclination on the part of the pub- 
lic is national, advance orders 
from dealers being at the highest 
point in the history of the com- 
pany. 








Rusco at Detroit Show 


Middletown, Conn., Jan. 23.—The 
Russell Mfg. Co. are exhibiting 
their products at the Detroit Au- 
tomobile Show. Headquarters for 
the company representatives, in- 
cluding D. R. Weedon, general 
manager, F. A. Gerrard, manager 
of the Replacements Department, 
W. M. Lipps, engineer, F. A. 
Thompson and R. E. Dowd, are at 
the Book-Cadillac Hotel. 


. 





